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PROJECT  10073  RECORD  CARD 


t.  DATE 

1 

Z LOCATION 

1 

3 September  1957 

Presque  Isle 

AFB,  Maine 

3.  DATE-TIME  CROUP 

4.  TTPE  OF  OBSERVATIO) 

i 

Local  - 

^tKOrauo (K  Vf  su al 

D Ground-Roiiar 

GMT  04/004  5?: 

D Ai^Visuol 

O Air-)nt«re«pt  Rodar 

5.  PHOTOS 

ij7  ToiiRCE 

□ Yt>» 

Military 

7.  LENGTH  OP  OBSERVATION 

S.  NUMBER  OF  OBJECTS 

9.  COURSE 

2 minutes 

one 

^‘P 

!0.  BRIEF  SUMMARY  OF  S1GHTIHO 


IK  COMMENTS 


12.  CONCLUSIONS 

O Wqs  Balloon 
O Probably  BoMoqn 

□ Possibly  BoUoori 

□ Wcjs  Aircrofr 

□ Pfobobly  Aircroff 
D Possibly  Aircroff 

□ Wos  Asfronomicol 

□ Probobl  y Astronomical 
D Possibly  Astronomical 

□ Othor_ - 

LK  Insuffictoni  Dote  for  Evolootion 

□ Urrknown 


Round 
white 
to  be 


object,  size 
Diaiippeared 
zig-z:H;ging. 


of  silver 
In  clouds 


dollar, 

Appeared 


The  observers  probably  saw  a 
light  attached  to  a radiosonde 
balloon  latmched  to  record 
upper  winds  iindei*  fog  conditions. 
Also  possible  a/c.  Insufficient 
data  for  analysis. 
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FM  COMDR  23RD  FTR  GP  AD  PRESQUE  ISLE  AFB  ME 


TO  RJEDEN/COMDR  ADC  ENT  AFB  COLO 


RJEDUP/COMDR  ATIC  WRIGHT  PATTERSON  AFB  OHIO 
RJEPHQ /DIRECTOR  OF  INTELLIGENCE  HQ  USAF  WASH  DC 


RJEPNB/COMDR  EADF  STEWART  AFB  NY 
RJEPSN/COMDR  32ND  ADIV  SYRACUSE  AF  STA  NY 
BT 

/UNCLASSIFIED/PIDO  236-J.  SUBJECT:  UFOB.  FOLLOWING  REPORT  SUBMITTED 

I, 

IN  ACCORDANCE  WITH  AFR  200-2. 


SECTION  I. 

_ __  _ — 

<n  CA<i  f^UND^(B3  SIZE  0R:^SjLy^D01XA^  (C$  ONE 


CG)  MCME  CK) 


NONE 


Cl) 


•k  * 


N/A 


C2)  (A)  NOTHING  PARTICULAR 

(B)  APPRO:c^A5; DEGREES  ANGLE  130  DEGREES. 

CC)  APPROX(A>  DEGREES  ANGLE  310  DECREES 

CD)  STRAIGHT^  


t 


(E) ^-DISAPPEARED  IN  CLOUDS 


PAGE  TWO  RJEPSN  SJ 


Cn  APPR 


(3)  CA)  GROUND  VISUAL 


CB)  NONE 


C4)  (A)  O0A5Z  - C100Z  47/tV-V 


CB)  NIGHT 


C5) I PRESQUE  ISLE  AFB 


THIS  OBSERVER  WAS  ONE  BLOCK  NORTH  OF 


OBSERVERS  IN  SECTION  II  AND  III 


JR.  A/IC^  23RD  FTR  GPCAD),  LEGAL  CLERK 


RELIABLE 


^ DARK  WITH  LOW  CLOUD 


(B)  SURFACE  --  CALM 


6,000  FT  - 250  DEGREES  20  KNOTS 

10.000  FT  - 270  DEGREES  45  KNOTS 

mJ 

16.000  FT  - 260  DEGREES  45  KNOTS 

^ ‘j 

20.000  FT  - 250  DEGREES  50  KNOTS 


2560  DEGREES  90  KNOTS 


CC)  SCAXtERg^OOJ  OVERCA 


'e'£.ms 


PAGE  THREE  RJEPSN  SJ 

CE)Aoa  TT  decT) 


TENTHS  COVERAGE-C700  FT  DECK  10  TENTHS  COUERAG 


CF)  NONE 


(S)  NONE 


C9)  NONE 


(10)  NONE 


CAPT,  USAF,  ASST  OPERATIONS  STAFF  OFFICER  23RD 


FIGHTER  GROUP  (AIR  DEFENSE),  NO  INDICATION  OF  PROBABLE  CAUSE.  THE 


THREE  AIRMEN  CONCERNED  ARE  FAMILIAR  WITH  CEILIOMETER  AND  ROTATING 


BEASON.  THEY  DEFINITELY  STATE  THAT  THEY  OBSERVED  BOTH  OF  THESE 


ALSO  AT  TIME  OF  SIGHTING  UFOB 


SECTION  II 


OUND  i(B(j:^ILVER  DOLLAB)  (C  )t^NlTE  LIGHT  COKPARABLE  TO  A STAE^ 


ONE  (G)  NONE  (K)  NONE  (I)  NONE 


(2)  (AlJiAli^NED  TO  GLANCE  UP  AND  NOTICED  WHAT  APPEARED  TO  BE  A STAR 


DEGREES  (0(45  DEGREES 


FALLIN 


(D>. FLIGHT  PATH  STRAIGHT,  OBJEOT  ZIGZAGGING 


£ DISAPPEARANCE  < 


) APPROX 


(E). OBSERVER  LOOKED  BACK  AND  DID  NOT  S 


(3)  (A)  GROUND  - VISUAL 


(4)  (A)  0100Z  (B)  NIGHT 


(5XPIAFB 


CAD),  CLERK,  RELIABL 


ITEMS  (8)  (9)  (10)  (11)  AMD  (12)  SAKE  AS  IN 


ECTION  I 


~t— ■■■Mill  *'  ' '^' ' % ' 1 ' 


. ''  V / / 


■>  --  y 


/% 

m e ^ llf- 


■ / 


■2:^  ^ 


//  f 


''  . 


Cd^ 


f f 


j / 


PAGE  FOUR  RJEPSN  8J 


/ .. 
# 

' ^ 


yyy<7  d '’  r ^ ^ 

''/  / ■'  f i-  C^/ y 


SECTION  III 


(1)  (A Roi^'^cB ^Warier )cc3C|®  (E)  n/a  cf)  appeared 


• * f 


TO  BE  BRIGHT  AS  A 60  WATT  LIGHT  CG)  NOME  CK)  NONE  <I)  NONE 


(2)  (A)  A/ 


^ # w r 


CALLED  ATTENTION  TO  IT,  (Br  30^  DEGREES  155  DEGREES 
(C ) (3^ DEGREES  315  DECREES  CD)  STRAIGHT  EXCEPT  IT  APPEARED  TO  BE 


ZIG_.ZAiIfiltlfi-(E)  APPEARED  THAT  THE  LIGHT  WENT  OUT  BUT  COULD  HAVE 


GONE  INTO  CLOUDS  CF)'2  TO  5 MIN  J> 


(3)  CA)  GROUND-  VISUAL  <B)  N/A  CC)  N/A 


0 * * 


(4)  (A)  S050Z  /B)  NIGHT 


I 9' 


(5)  PRESQUE  ISLE  AFB 


* m * 


C6)  (A)  N/A 


• • * 


(B) 


A/2C,  23RD  F G CAB),  PERSONNEL  SVEG.  CELIABLE 


ITEMS  C8)  (?)  (10)  (11)  AND  (WL  SAME  AS  IN  SECTION  I. 


BT 
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